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LIMITED OFFICIAL USE BONN 03896 

DEPARTMENT PASS USIA 

E.O. 11652: N/A 

TAGS: PDIP, AFSP, ACOM, GW 

SUBJECT: OFFICIAL STATUS AMERIKAHAUSES - INSTALLATION 
AMERICAN MANUFACTURED EPABX'S 

REF: BONN 02120 

1 . REQUEST DEPARTMENT S CONCURRENCE EMBASSY PROPOSED 
RESPONSE TO FRG FONOFF THAT CULTURAL CENTERS AT THE 
PREMISES OF USIS, I.E. AMERICA HOUSES, ARE FUNCTIONS 

OF THE U.S. DIPLOMATIC/CONSULAR ESTABLISHMENTS IN 
GERMANY IN ACCORDANCE WITH ARTICLES 3(E) AND 5(B) OF 
THE VIENNA CONVENTIONS ON DIPLOMATIC AND CONSULAR 
RELATIONS, RESPECTIVELY, AND GENERALLY FOLLOWING ALONG 
LINES DISCUSSED IN PARA 2 REFTEL. 

2. QUESTION OF STATUS HOLDING UP PLANNED EPABX 
INSTALLATIONS IN AMERICA HOUSES ALONG WITH PROBLEMS OF 
EPABX ALREADY INSTALLED AMERICA HOUSE MUNICH. 
THEREFORE, REQUEST RESPONSE REFTEL ASAP. 
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